OS 



3017E0Z AUG 62 PP 
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HQ ADCOn PETERSON AFB C0//J-3F// 

OJCS WASH DC//J-3bCCD/EA DIV/NHCC SURVEILLANCE// 

H<2 SAC OFFUTT AFB NE//DOCU/SXO/ / 

ANMCC FORT RITCHIE HD// 

OJCS NEACP OFFUTT AFB NE// 

CINCLANT NORFOLK VA//CP// 

CINCPAC HONOLULU HI//CP// 

USCINCEUR VAIHINGEN 6E//CP// 

DET 1 <4bGcCPuSS LOiJRY AF8 C0//AD8S// 

M 

HC ADCOH CHEYENNE HTN COMPLEX CO/ / J -3 J/ J -3H/ j -3N/ / 
INFO Hfl USAF (jASH DC// XOSO/ R &SD// 
riC AFTAC PATRICK AFB FL//DQ// 
Hfi AFTEC KIRTLAND AF9 NH//TE/TES// 
NCrtC BACKUP FACILITY PETERSON AFB C0//J-3B// 
ZEN SIO PETERSON AFB CO//SYL// 
ZEN OLCS HQ SAC PETERSON AFB CO//SXU// 
ZEN HQ ADCOtt PETERSON AFB C0//J-3C// 



/ / /A 



[APT ANDERSOri/ 



-3FD/33C=I/3QALG3c/ 
UPC 




COL VJfi0riAS//J3F/3170 
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SUBJ: SPS FULL OPERATIONAL CAPABILITY 

9ZF: A. ADCOn/J-2 <S) HSG DTG cilfiODZ HAY fid, SUBJ: SPS LOC'FOC 

PROCEDURES iuj ■ 

B. ADCGfVj-if <.S> ^-b D~G E'SisPDZ HAY fie, SuBj: START OF S--S 
LOC PROCEDURES (U>. 

C. ADC0n/J-3F {1} ^SG DT6 d"bl530Z AUG ScS SUBJ: EPS FULL 
OPERATIONAL CAPtSlLlT 1 !. 

1. THIS r.SG REPLACES REF C CHANGES INCORPORATED IN~0 Twi; ~,SG 
ARE {D PROHIBITION OF SPS BYPASSES DURING FOC, <2} RE INS T ATE nE NT CF 

s .r.i-z requirement n Ri:° T o an: f:llouing each schedule: srs ONLINE an: 

OFFLINE COiNFIC-uF.ATI IN DuFI : .L. THE TJ-HC.iR OV PERIOD AN",/ (Si, A"-lI 
FICATION ON USER RESPONSES DURING THE ??-HOuR OV PERIOD- 

2. srj i ESTABLISHED A T'jO-STEP APPROACH FOR INCORPORATING T*-E 
SPS INTO "riE UARMNJ lOir^NlTr. IT ALSO SPECIFIED PROCEDURES f^R 
THE LIMITED OPERATIONAL CAPABILlTr {LOC>. REF B STARTED S 3 S LOC jN 

i'l SINCE uOC START, USER PROCESSING DEFICIENCIES HAVE 3EEN COR- 

-EC'ED IN NCS VERSI1N F AND CCPDS VERSION 5Q • CINCNCRAD UAS BRIEFED 
ON ^/ AM- APPROVED PROCEEDING UITH THE SECOND STEP, ~*E ?UL_ 
OPERATIONAL CAPABILITY {FOO J/ AT 12DD2- 

3. THE FIRST 7 5 HOURS OF FOC 'JILL BE AN OPERATIONAL 
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VERIFICATION {0V> PERIOD. DURING THE OV UHEH THE SPS IS ONLINE. 
NORAD WILL BE PRECAUTIONARY VOICETELL FOP DSP DATA AS UELL AS NORAD- 
GENERATED DATA UlTH ALL COMMAND POSTS AND USERS- USERS SHOULD NOT 
hEACT TO NOR AD OR DIRECT REPORTED DSP DATA 'UNLESS IT IS CONFIRMED BY 
NORAD- WHEN THE S?S IS NOT ONLINE-. NORMAL DATA HANDLING PROCEDURES 
UILL APPLY. NORAD UlLL REQUEST NMCC CONVENE a'1 RnDC 15 MINUTES PRIOR 
TO INITIATION AND UPON COMPLETION OF THE 72-HOUR OV PERIOD TO 
ANNOUNCE THE OV PERIOD. DURING THE 72-HOUR OV PERIOD. NORAD UILL 
CONTINUE REQUESTING N~.CC CONVENE RMDC'S PRIOR TO AND FOlLOUING EACH 
SPS SCHEDULED ONLINE AND OFFlINF CONFIGURATION AS UAE DONE DURING 

M. STARTING UlTH SPS f 0C-. THE SPS UILL SECOTE A FULL FLEDGED 
FISSILE UARNIN6 SENSOR. ThE SPS UlLL BE SCHEDULED FOP Lb HOURS-PER- 
DAY OPERATION'S {1JUSZ "C QmQQZ THE FOLLOUING DAY} AND UlLL BE CON- 
NECTED TO THE DATA DISTRIBUTION CENTER <DDC> Q f 
USERS/COriAND POS T PERSONNEL UlLL NOTE THE FOLLOUING DIFFERENCES 
FROM LOC: 

A. All S?S DATA rESSAGES UILL BE TRANSMITTED BY HIGH SPEED 
TRANSMISSION THROUGH THE DDC AND TO USERS- USERS UlLL THREAT PROCESS 
AND REACT TO SPS Sn-3D'S THE SAME AS OTHER DSP SOURCES- SPS EVENTS 



( 
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UILL UNDERGO PAIRING WITH 



J>l 



B. IN THE LVENT ANt o^ THE FOUR P1AJ0K contlANu CENTERS LOSE THEIR 
HIGH SPEED DATA DISPLAYS, THE SPS WILL CONTINUE TO REPORT VERSUS 
BEING TAKEN OFFLINE AND USERS CAN REACT TO DSP TELETYPE DATA. 

C. UPON COHPLETION OF THE OV PERIOD-. NORAD WILL NOT REtJUEST THE 
NflCC CONVENE AN RI1DC PRIOR TO AND FOLLOWING EACH SPS.-SCHEDI'LE D ONLINE 
AND OFFLINE CONFIGURATION- FOR STATUS REPORTING* THE SPS UILL BE 
CONSIDERED A COMPONENT OF hi SYSTEM. RflDC'S FOR /> / 

DEGRADATIONS WILL BE CONVENED ONLY IF BOTH 
j}) COVERAGE FOR THE APPROPRIATE AREA ARE RED- 

•>. THE SPS UILL ROUTINELY OPERATE ON St 8UT CAN BE S'JITCHED 
TO foj PER tfUC REQUEST. THE SWITCH TAKES APPROX IHATEL Y />/ 

WHEN LPSU CONTRACTORS ARE WORKING AT THE CGS, THE SPS HAY BE DIRECTED 
TO OPERATE &( 

S. THE FOLLOWING PROCLI'UKti uIll RE "A IN UNCHANGED: 
A. 6/ 
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B. 



6/ 



REPORTS-WILL NOT BE THREAT PROCESSED. THEY SERVE AN ALERTING FUNC- 
TION OF PENDING EVENT GENERATION AND UILL BE TREATED IN THE SAKE MAN- 
NER AS THE 6f 

C. THE SPS 'JILL CONTINUE TO OPERATE IN A GCN MANUAL RELEASE 
nODE. 

u. SPS DATA UILL NOT BE BYPASSED DIRECTLY TO THE NCtIC UNTIL 

AFTER ANOHALIES NOTED DURING THE BYPASS PORTION OF THE 6f 'END- 
TO-END TESTS ARE RESOLVED, 
b. "OC UILL START AT i£'QQZ ON ^ ( . SPS OPERATIONS J> / 

UILL CEASE £/ TO ALLOy FOR SPS ANTENNA 

REPAlR/SYSTEn TEARDOUN AND SHIPMENT OVERSEAS- OPERATIONAL CHECKOUT 
OVERSEAS UILL START ON APPROXIHATEL Y J> ( 
7. POC IS CAPT ANDERSON-, AV b^-aSai. 
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